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©Current Draw 
©Dimensions 

©Weight 

©Accessories 



©Options 



IBM PC/AT or 100% compatibles with half size ISA type card slot 

MPll-401 1 00% compatible 

Interrupt Level : 2(9), 3, 4, 5, 6, 7 

I/O Port Address : 0300h, 0320h, 0330h, 0332h, 0334h, 0336h 
OUT.IN Minicircular Connectors 5-pin minicircular type x 2 

L,R * Stereo Out Jacks RCA phono type x 2 

PHONES * Headphone Jack stereo miniature phone type 

* Sound Canvas Daughter Board Connector 

* This jack is available when the Sound Canvas Daughter Board is installed in the 
MPU-401 AT. 

170mA/+5V, 17mA/+12V, 2mA/-12V 

320mA/+5V, 35mA/+12V, 13mA/-12V (with GM Daughter Board SCB-7) 

380mA/+5V, 35mA/+12V, 13mA/-12V (with GS Daughter Board SCB-55) 

15/16(W) x 4-11/1 6(D) x 5(H) inches 
23(W)x 119(D) x 126(H) mm 

1 5/1 6(W) x 8(D) x 5(H) inches (with GS/GM Daughter Board SCB-55/SCB-7) 

23(W) x 203(D) x 126(H) mm (with GS/GM Daughter Board SCB-55/SCB-7) 

4 oz./88 g 

6 oz./l 53 g (with GS/GM Daughter Board SCB-55/SCB-7) 

Owner's Manual (ENGLISH) (P No: 00673556) 

Owner's Manual (JAPANESE) (PNo:00675856) 

5-pin minicircular - MIDI conversion cable x 2 (PNo:23480291) 

Sound Canvas DB SCD-10 (GM Daughter Board SCB-7) 

Sound Canvas DB SCD-15 (GS Daughter Board SCB-55) 
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THE SETTING OF THE SWITCHES 

IRQ/fJUjA^UA:^ 
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(Default/I*§ai#B#) 



I/O address 




0300h 0320h 0330h 

(Default/X*SHi^^) 




0332h 0334h 0336h 
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MISCELLANEOUS/ * (ftftfe 

00673578 MPU-401 AT PACKING CASE # 

ACCESSORIES/ttjKfl 

23480291 SCC-1 MIDI CONVERSION CABLE 0.5Mx2 
00673556 MPU-401 AT MANUAL (ENGLISH) # 

00675856 MPU-401 AT MANUAL (JAPANESE) # 



CHANGE INFORMATION/^^ 

Change SRAM 

Effective: S/N ZG90100^ZG90499 P/N 00126534 (HY6264ALJ-10) 
S/N ZG90500-up P/N 001 28890 (HY6264ALJ-70) 

Replace 64k SRAM P/N 00126534 (HY6264ALJ-10) with 
00128890 (HY6264ALJ-70) 

Compatibility: These parts have a compatibility each other. 



SRAM^f 

HilSIr: S/NZG90100^ZG90499 P/N 00126534 (HY6264ALJ- 10) 

S/N ZG90500W P/N 00128890 (HY6264ALJ-70) 

64kSRAM £ PNo.OO 1 26534(HY6264ALJ- 10 ) fr b PNo.OO 1 28890 
(H Y6264ALJ-70) (C ^ M o 
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